
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L, PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 
LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 
COMMISSIONER 


11/04/11 


Michael Murawski 

Assistant District Attorney, Suffolk County 
Dear Mr. Murawski, 

Enclose d is the information you requested in regards to Commonwealth vs 
Included are copies of the following; 

1. Drug Analysis Laboratory Receipt. 

2. Control Card with analytical results for sample # 

3. Analysis sheet with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Kate Corbett. All other analyses were performed by Lisa 
Glazer. If you have any questions about these materials, please call me at the number 
below. 




Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6632 


cc: LAG 


Corbett email PRR 006808 







DESCRIPTION OF ITEMS SUBMITTED 

GROSS 

QUANTITY 

LAB USE ONLY 

GROSS ANALYSIS 

WEIGHT NUMBER 


Ccost. fi'tcJi 
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No. 


Date Analyzed: 
City: Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE 
Oef: 


IO94IIJ 


Amount: 
No. Cont; 


Cont: pb 


Subst: LOOSE SUB 
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Area Percent / Library Search Report 



Information from Data File: 

File Name 

F:\SYSTEM6\10 20 ll\804805.D 

Operator 

LAG 

Date Acquired 

20 Oct 2011 14:43 

Sample Name 

BLANK 

Submitted by 


Vial Number 

1 

AcquisitionMeth 

DRUGS,M 

Integrator 

RTE 


Abundance 


TIC: 804805,D\dafa.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804805,D Wed Nov 02 08:39:23 2011 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


Data File: 

F;\SYSTEM6\10_20_11\804806.D 
LAG 

20 Oct 2011 14;59 

COCAINE STD 

6 

DRUGS.M 
RTE 


Abundance 

1000000 


4. $26 


TtC: 804806.D\data.ms 


500000 


Time-> 2.00 


-1 — 1 — f —r"" T 1—f 1 “1—1—1— [~r- 

4.00 _ 6,00 6.00 

T-T-T-f-i-r-r 

7.00 

'"-T'l 1 i 1 ■>--p-n—r—T—r—T—T—r-r-T—f "'t.t i v ] I'-r-n r- 

s.oo 9.00 _ jaoo 11.00 _ 12.00 

Ret , Time 


Area 

Area % 

Ratio % 

4.826 


1172026 

100 . 00 

100 . 00 


804806,D 


Wed Nov 02 08:39:27 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM6\10_20__11\804806 .D 
LAG 

20 Oct 2011 14:59 

COCAINE STD 

6 

DRUGS . M 
RTE 


Search 

Libraries: C: \Database\SLI ..L 

C:\Database\NIST08.L 

C: \Database\PWIW_TOX2 . L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


1 4.83 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40 

20 

0 


8? 


42 


32 


,55 


68 




Average of 4.790 to 4.932 min.: 804806.D\dafa.ms (-) 

182 


94 105 


122 


Li .I 

; VI 


135 166 


198 


214 


242 259 


272 


r 


“T 


303 


mlZ"> 

Abundance 

80 

60 

40 

20 

0 

m/z-> 


40 60 


80 _ 100 120 140 160 180 200 220 240_260 2 80 300 

#29: COCAINE .. 

82 


182 


94 


105 


42 


40 


55 68 

iUiu4v 


122 


135 166 


198 


214 




244 259 


272 


303 


60 80 


100 120 140 160 180 200 220 240 260 280 300 


804806.D Wed Nov 02 08:39:27 2011 Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name 

F; \SySTEM6\10 20_11\804807.D 

Operator 

LAG 

Date Acquired 

20 Oct 2011 15:15 

Sample Name 

BLANK 

Submitted by 

LAG 

Vial Number 

1 

AcquisitionMeth 

DRUGS.M 

Integrator 

RTE 


Abundance TIC: 8048d7.D\data.ms 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804807.D Wed Nov 02 08:39:31 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \SYSTEM6\10__20__11\804808 .D 
LAG 

20 Oct 2011 15:31 



8 


DRUGS.M 
RTE 


Abundance 

1500000 

1000000 

600000 


4.$25 


TIC: 804808.D\dala.ms 


M 


;23 


4,049 


OLrW 
Time--> 2,00 

-T r-y-i-T- 

3'0.^... 

4.00 5.00 _6.00 

7^00 

1 1 [ 1 1 VT 1 1 1 r-T-yr-r-r-r^--1 i i i ' 

8.00 9-00 10-00 12.00 

Ret. Time 


Area 

Area % 

Ratio % 

2.080 


165333 

8.17 

11.61 

2.323 


180791 

8.93 

12.70 

4.049 


253588 

12.53 

17.81 

4.825 


1423919 

70.36 

100.00 


804808.D Wed Nov 02 08:39:35 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SySTEM6\lO_20_ll\804808.D 

LAG 

20 Oct 2011 IS;31 

8 

DRUGS,M 
RTE 


Search 

Libraries: C:\Datataase\SLI,L 

C:\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

: 80 
: 80 

PK# 

RT Library/ID 

CAS# 

Qual 


2.08 C:\Database\NIST08.L 

Ecgonidine, methyl ester 127379-24-2 98 
2-Carbomethoxy-8-raethyl-8-azabicycl 043021-26-7 97 
2(IH)-Pyridinone, 4-hydroxy-6-methy 007135-82-2 38 


Abundance 

80 

60 

40 

20 

0 


32 


Average of 2.045 fo 2.152 min.; 804808.D\dafa-rns (-) 


1$2 


42 


82 


51, 


57 


68 


m/2--> 30 _4'g 50 60 70 

Abundance 


80 

60 

40 

20 

0 


74 


122 


T ^0® 

. J l 4 -)-T-ri r'i4-T 


138 

I 

■ivl'l It.!" 


181 


166 


80 90 100 110 120 130 140 160 160.170 180 

#45192: Ecgonidine, methyl ester 

162 


106 


122 




138 


r-TT-l —t i' i t'j 


181 


166 


m/z-> 


30 40 50 60 70 


80 


-f’ 1 1 1 • i [4 • 

90 100 110 120 130 140 150 160 170 180 


804808.D Wed Nov 02 08:39:35 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F; \SYSTEM6\10__20_11\804808 .D 
LAG 

20 Oct 2011 15:31 


LAG 


DRUGS.M 
RTE 


Search 

Libraries: C;\Database\SLI.L 

C;\Database\NIST08.L 

C:\Database\PMW_TOX2.L 

Minimum Quality 
Minimum Quality 

o o 

00 CO 

PK# 

RT Library/ID 

CAS# 

Qual 


2 2.32 C:\Database\NIST08.L 


Ecgonine 

methyl 

ester 

106293-60-1 

98 

Ecgonine methyl 

ester 

106293-60-1 

95 

Ecgonine 

methyl 

ester 

106293-60-1 

93 


Abundance 


Average of 2.288 to 2.359 min.; 804808.D\data.ms (-) 
82 


80 

60 

j 

40 i 
20 


31 


42 


55 


m/Z”> 


30 40 


50 


68 


liM. 


96 


112 


122 


140 


155 


168 


1 I t' p 1 I I ; 


182 


199 


60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 


Abundance 

80 

60 

1 

401 
20 

0 

m/z--> 


#58524: Ecgonine methyl ester 



804808 .D 


Wed Nov 02 08:39:35 2011 
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Area Percent / Library Search Report 


Information from Data File: 


File Name ; 
Operator i 
Date Acquired : 
Sample Name ; 
Submitted by : 
Vial Number : 
AcquisitionMeth; 
Integrator ; 


F: \SySTEM6\lO__20_il\804808 -D 
LAG 

20 Oct 2011 15:31 



8 


DRUGS.M 
RTE 


Search 

Libraries: C:\Database\SLI.L 

Minimum Quality 

; 80 



C:\Database\NIST08.L 

C: \Database\PMW__TOX2 . L 

Minimum Quality 

: 80 

PK# 

RT 

Library/ID 

CAS# Qual 

3 

4.05 

C;\Database\NIST08.L 





Levamisole 

006649-23-6 

99 



Iraidazo[2,1-b]thiazole, 2,3,5, 

6-tet 014769-73-4 

98 



Levamisole 

006649-23-6 

97 


Abundance 

80 

60 

40 

20 

0 


31 


39 


Average of 4.013 to 4.160 min.: 804808-D\clata.ms (-) 

148 


73 


51 


63 


101 


1 89 


121 




K4 


132 


i+f 


157 


176 


189 


T’ 


T' 


204 


rn/z-> 30 40 60___ 60 70 80 9 0 1 00 110 120 130 J40 160 160 170 18 0 190 200.. 

Abundance #61883: Levamisole 


80 

60 

40 

20 

0 


148 


204 


73 


101 


51 


41 


63 


I M I ; I . . I t'l I ’ i I y‘i 

m/z-> 30 40 60 60 


89 


m 


121 


,108 


T-r'Il 


176 


70 


1f28l35 k. 157 169 

r6‘14*1 1 I' t I i‘i I 1 I I I- 


189 


I r I l - i' l ' r' i I i'l 

80 90 100 110 120 130 140 150 160 170 180 190 200 


004808 .D 


Wed Nov 02 08:39:36 2011 


Page 4 
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Area Percent / Library Search Report 


Information from Data File; 



File Name 

F:\SYSTEM6\10 20 ll\804808.D 



Operator 

LAG 



Date Acquired 

20 Oct 2011 15:31 



Sample Name 




Submitted by 

LAG 



Vial Number 

8 



AcquisitionMeth 

DRUGS,M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality: 80 


C : \Database\PMW__TOX2 . L 



PK# RT 

Library/ID 

CAS# 

Qual 


4 4.83 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40 

20 


Average of 4.772 to 4.926 min.: 804808.D\data.ms (-) 

182 


42 


32 ,! 

0 


68 


94 105 


122 

r4 


135 166 


T - l - l - Y - '-r- 


198 


m/z-> 

Abundance 

80 

60 

40 

20 




222 244 259 


272 


T 


40 60 80 100 120 140 160 180 200 220 240 260 280 


303 


300 


82 


ff29: COCAINE 


182 


94 


42 


55 68 


105 


122 


136 '■66 


198 


214 


f ‘ ' 1 '( ' ' '' >'l ... ‘ ' i .'I ' ■ p'-'-T 

m/z-> 40 60 80 100 120 140 160 180 200 220 240 


244 259 


272 


303 


T 

260 280 300 


804808 .D 


Wed Nov 02 08:39:36 2011 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F : \ S YSTEM6 \ 10_2 0__ll\804827.D 
LAG 

20 Oct 2011 20:30 

BLANK 


DRUGS.M 
RTE 


Abundance TIC: 804827.D\data.ms 



Time - > 2.00 3,00 4.00 5,00 6.00 7,00_8.00_9,00..1.0,00._ 11.00 12.00 


Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


804827.D 


Wed Nov 02 08:40:05 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\SYSTEM6\10_20_11\804828.D 
LAG 

20 Oct 2011 20:46 

COCAINE STD 


DRUGS.M 
RTE 


Abundance 


4.^25 


TIC: 804828,D\data.ms 


1000000 


600000 


0-^ I I I I I r—T—T f j—I— t —I—r~j—i —t I—r—[—i—i—i—i—p—t—i—i—( fi ■ <—f— i—}— i —i—i—[—;—i— ^ —i— t— p-r™!—i—i—[— i —i— i —r 

Time-> 2.00 3.00 .4.00 _ 5.00__.6,00 ... 7.60 8.00 9.00 10.00 _1J ,00 12.00 


Ret. Time 

Area 

Area % 

Ratio % 

4.825 

1187993 

100.00 

100.00 


804828.D Wed Nov 02 08:40:09 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 



File Name 

F:\SYSTEM6\10 20 ll\804828.D 



Operator 

LAG 



Date Acquired 

20 Oct 2011 20:46 



Sample Name 
Submitted by 

COCAINE STD 



Vial Number 

6 



AcquisitionMeth 

DRUGS,M 



Integrator 

RTE 



Search Libraries: C:\Database\SLI.L 

Minimum 

Quality: 80 


C:\Database\NIST08.L 

Minimum 

Quality; 80 


C:\Database\PMW_TOX2.L 


PK# RT 

Library/ID 

CASfj 

Qual 


1 4,83 C:\Database\SLI.L 

COCAINE 


000050-36-2 99 


Abundance 

80 

60 

40i 

20 

0 




Average of 4.790 to 4,914 min.: 804828.D\data.ms (-) 


182 


42 


55 
30 


67 


94 105 


122 


135 166 ! 


198 


303 


m/z--> 

Abundance 

80 

60 

40 

20 

0 


40 60 80 


8^ 


214 


272 

244 259 I 288 


42 

( iT T 


I I I f ‘ 1 < 1-r-i-j-r-i-T-r-r-r-'I rT-p'f - 

100 __120__ 140 160 180 20p_ 220 240 260 280_300 

#29: COCAINE .. 


182 


94 


m/z-> 


40 60 


105 


Mi 122 198 ™ 303 

.. <“ ‘ I m 2« 259 I 

'T*T“f I t I I j r I ( r-j-T--T"i—r-j-^ ■ • i'-i. j i i i i [ / t 

80 100 120 140 160 180 200 220 240 260 280 300 


804828.D Wed Nov 02 08:40:09 2011 
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